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ABORT SIGNAL RECEIVED FROM MSN AC FT AT 0253Z • SUSPECTED CAUSE 
OF ABORT IS THE AUTOPILOT. POSITION AT TIME OF ABORT WAS 
APPROX FT Go 
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